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Abstract: The BR (Ba River) basin is one of 9 main river basins in Vietnam. In the past 20 years, natural hazards such as flood and 


inundation have been complex and increased dramatically in both frequency and intensity in the BR basin. Recently, there have been 


approximately 198 large and small operating reservoirs which lead to increase natural hazards in the river basin. An Khe reservoir, 


one of big reservoirs in the upstream of the Ba river, impacts significantly on flooding in the downstream. This paper uses 


hydrological model to simulate the flows as a basic for the safety operation of An Khe reservoir in order to prevent the downstream 


floods. The results indicate the Nash-Sutcliffe coefficient higher than 0.8 is stable and reliable parameter. 


Key words: Ba river basin, flood, An Khe reservoir, hydrographic model, rainfall-runoff. 


1. Introduction 
1.1 Natural Condition of the Ba River Basin 


The BR (Ba River) basin belongs to the 
administrative boundaries of 20 districts and one city 
of the three provinces in Central Highlands including 
Kon Tum, Gia Lai, Daklak and the Southern Central 
coastal province of Phu Yen. 

The BR basin is mostly L-shaped with narrow 
upstream and downstream and middle river basin in 
an average of 48.6 km wide and the widest of 85 km. 
BR flows into the sea in three main directions: (1) 
Northwest-Southeast direction is from Ngoc Ro 
mountain peak of about 1,549 m high of Truong Son 
range to An Khe; (2) North-South direction is from 
An Khe to Hinh river and (3) West-East direction is 
from Hinh river into the East Sea at Tuy Hoa city. 

The BR basin has an area of 14,140 km’, the river 
length is approximately 388 km and the river density 


Corresponding author: Nguyen Van Hieu, Ph.D. student, 
research fields: hydrology and water resources. 


is about 0.22 km/km’. The river basin expands less 
than others. 

The river has many tributaries including more than 
50 tributaries with the length of over 20 km and 19 
tributaries with a basin area of over 100 km’. There 
are three main tributaries: Ayun, Króng Hnang and 
Hinh river. 

The Ayun river, is the largest tributary of the Ba 
river, originates from the Cong Lak mountain 
peak with a height of 1,720 m in the North-South 
direction and then turns to the Northeastern direction 
to the confluence with the BR at Cheo Reo. The main 
river length is 291.8 km and the basin area is 2,874 
km’. 

Krông Hnang river, is the second largest tributary 
of the Ba river, originates from the Chu Tun Mountain 
peak with the height of 1,215 m in 
Northeast-Southwest direction and then flows in the 
North-South direction and moves to the arc-shaped in 
the opposite direction to the confluence with the BR at 


the boundaries of Gia Lai and Phu Yen provinces. The 
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length of Króng Hnang river is 130 km and the basin 
area 1s 1,761 km”. 

The Hinh river, is the third largest tributary of the 
BR, originates from Chu Hreu Mountain peak with the 
height of 2,051 m in Southwest-Northeast direction 
and then flows in many directions, finally followed by 
South West-North East to the confluence with BR at 
Son Hoa. The Hinh river has a basin area of 1,040 km? 
and a length of about 59 km (Fig. 1) [1, 2]. 


1.2 Characteristics of An Khe Flows 


In the BR basin, the fluctuations of seasonal flow 


are quite complex. Floods in this river happen two to 
three months sooner or later than that in other rivers. 
The length of annual flood season varies in years: 2 to 
3 months or 5 to 6 months. Because the Southwest 
monsoon comes strongly from the beginning of rainy 
seasons (May), flood seasons in the basin start early. 
In the case that typhoons and tropical depressions from 
the East Sea appear at the end of rainy season, the 
flood season will last, even to next January. Particularly, 
the Hinh river and other small streams in the 
downstream are impacted solely by the climate of the 


East Truong Son, so the seasonal flow is more stable. 
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In the upstream of the BR: Flood season lasts 3 to 4 
months from September to December. The annual 
flood flow rate was high (the highest was up to 90% in 
1983 and 1998, the lowest was 30% in 1982). The 
highest flow was in October, occupying average 46% 
of flood season flow [1]. 

In the An Khe tributary, flood water level was 
higher than WWL (Water Warning Level) II in 21 
years, which appeared 2 times in 2 months of 7 years 
and higher than WWL III in 15 years, which appeared 
2 times in 2 months of 4 years. The typical floods 
were in years: about 1.05 m higher than WWL III in 
1980; around 1.98 m higher than WWL III in 1981 
and approximately 1.65 m higher than WWL III in 
2007. These years including 1978, 1979, 1982, 1989, 
2006 and 2012 have small floods [1, 3]. 

The An Khe-Ka Nak reservoirs located in the 
upstream of the BR were built together to improve the 
efficiency of electricity generation. Ka Nak reservoir 
regulates about 285.5 million m"/yr and provides a 
water level of 357 m for electricity generation at An 
Khe hydropower plant. 

According to design for flow rate from Ka Nak 
reservoir to hydropower plant, the average flow rate 1s 
11 m/s, the largest flow is 42 m’/s. With An Khe 
reservoir, the average and highest flows rate are 9.6 
m'/s, and 50 m/s respectively [1, 4]. 

According to reservoir operation data in 2 years 
2011 and 2012, in the dry season, the flow rate of Ka 


Nak reservoir was the highest of about 30 m/s, 


average of 15 m/s and the smallest of about 13.1 m’/s. 


Meanwhile, An Khe reservoir had the highest flow 
rate of about 48-50 m/s and average 24 m’/s. By the 
end of the dry season in 2012, the water level of Ka 
Nak reservoir was quite high to supply a large amount 
of water for the operation of An Khe factory. In the 
flood season year 2012, the flow of An Khe reservoir 
was very small without floods while Ka Nak reservoir 
decreased electricity generation to accumulate water, 
but still 7.0 m lower than that in statistics (Fig. 2) [1]. 


The inundation region in downstream of the An 


Khe reservoir: An Khe town, located on the National 
Road 19 from Binh Dinh town (An Nhon) to Pleiku, is 
between An Khe Pass (border Tay Son district, Binh 
Dinh province) and Mang Yang Pass (border Mang 
Yang district, Gia Lai province). According to An Khe 
Hydrological Station data, many areas become 
inundated due to the increase in flood water level, 
including the downstream areas which are about 8.5 
km far from An Khe reservoir and approximately 33 
km far from Kanak reservoir. Therefore, flood 
prevention depends on the operation of these 
reservoirs. The relationship between total utilizable 
storage capacity of An Khe and Ka Nak reservoirs and 
the highest total flow volume in 10 days within the 
period of 32 years revealed that the total flood volume 
was higher than utilizable storage capacity in 12 years, 
in which, the total flood volume is 0.6 times higher 
than utilizable storage capacity in 11 years. Therefore, 
in devastating flood years, both two lakes discharge to 
death water level to control floods but it is not able to 
control floods thoroughly. As a result, reservoirs will 
only be able to support flood reductions for 
downstream area when they were assigned additional 


missions [1, 5]. 
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Fig.2 An Khe reservoir location diagram. 
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2. Methodology 
2.1 Hydrological Models 


Hydrological models can be used to determine the 


boundary condition for hydraulic models. In 


hydrology, there are many functions of water 
concentration and there are many methods to build it. 
The isochronous flow method is based on the 


variability of flow rate to determine the area of 


isochronous flow and the concentration curve of water. 


The unit flow line method was first proposed by 
Sherman, and was developed and completed by many 
authors. The Kalinin-Miliukov concentration. curve 
and the Nash unit hydrograph are shown as the 
adjustment in the rivers or in the river basins 
equivalent to the adjustment of a linear reservoir 
system. 

Based on this assumption, although the step and 
specific solution of methods are different, but both of 
them lead to the concentration curve of water having a 
similar form as the Gamma function. Some of the 
synthetic unit flowlines such as Snyder, SCS and 
Clark... were developed to calculate for the river 


basins without data of flow measurement [6-8]. 
2.2 Structures of NAM Model (Rainfall-Runoff Model) 


The NAM model stands the acronym in Danish 
“Nedbør Model”, 
rainfall-runoff model. NAM is 
conceptual and lumped hydrological model, was built 
in 1982 at the Faculty of Hydrology, DHI (Danish 
Institute), 
Denmark. The NAM model is based on the principle 


Affstrømnings meaning 


a deterministic, 


Hydraulic University of Technology 


of five storages: snow storage; surface storage; lower 
upper 
underground water storage. 

The basic inputs for the NAM model include: 


model parameters, initial conditions, meteorological 


zone storage; groundwater storage and 


data, flow data for model calibration and verification 
[2, 6, 9]. 


The NAM model is based on the structures and 
physical equations which are used together with the 
semi-experience formula. This is a lumped model 
which treats a whole catchment as a single unit. As a 
consequence, basin characteristics are represented as 
average values for the hydrologic processes over the 
catchment as a whole. 

The model structure is shown in Fig. 3. The NAM 
model simulates the rainfall-runoff process by 
continuously calculating the amount of water in 
storages that are related to each other, which depicts 
the physical composition of the different basins. These 
storages include surface storage, lower zone storage 
and underground storage. Furthermore, the NAM 
model allows the processing of human intervention in 
the hydrological cycle, such as irrigation and 
groundwater extraction [9, 10]. 

Based on meteorological data, the NAM model 
generates flow as well as information about soil layers 
in the hydrological cycle, such as the temporal 
variability of evapotranspiration, soil moisture, intake 
of underground water, underground water level, etc.. 

The conceptual flow of the basin is divided into 


surface flow, sub-surface flow and underground flow. 
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Fig. 3 Structure of NAM model for rainfall-runoff 
simulation. 
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2.3 Composition of Rainfall-Runoff Model (NAM) 


Maximum water content in surface storage (Umax): 
represents the cumulative total water content of 
interception storage and storage in the upper layers of 
soil. 

Maximum water content in root zone storage 
(Lmax): represents the maximum moisture content in 
soil in the root zone. 

Snow storage: rainfall will be held in the snow 
below 0 °C, if 


temperature is higher than 0 °C, it will move to the 


storage when temperature is 


surface storage: 
CSNOW TEMP khi TEMP > 0 
- } 0 khi TEMP 6 0 
CSNOW = 2 mm/day/K—snowmelt coefficient 
during the day. 
Evaporation: If the amount of moisture U in the 
surface storage is less than this demand, it will get 
moisture from the root layer followed by the rate £a. 


E, is proportional to potential evapotranspiration £j: 


E, -E, LIL 


max 


Surface runoff: When the surface storage overflows, 
U > Umax, the amount of water that exceeds the Py will 


form the surface runoff and infiltrate. QOF is part of 


L/ Ly, - TOF 
[coor zc P, khi L/ L,„ > TOF 


QOF 
0 khi L/I 


"max 


«TOF 


CQOF is coefficient of overland flow (0 < CQOF < 
1). 

TOF is threshold value of overland flow (0 x TOF < 
1). 


Interflow: Interflow QIF, is assumed to be 


proportional to U and linearly transformed with the 


relative humidity of the root tank: 


o L/L... TIF 
(CKIF) ' ——m———— 0 
OIF = 1D TIF 


0 khi L/ Lig, 6 TIF 


U khi L/ Ling, > TIF 


CKIF is time constant for routing interflow; TIF is 


root zone threshold value for interflow (0 < TIF < 1) 


[9]. 
3. Results 


Simulation result from Ist January 1986 to 3lst 
December 1986 is shown as Fig. 4. 

Simulation result from Ist January 1988 to 31st 
December 1988 is shown as Fig. 5. 

Simulation result from Ist January 2003 to 31st 
December 2003 is shown as Fig. 6. 


Results of error evaluation are in Table 1. 


Pw, participates in surface runoff formation, it is Hydrograph error: 
proportional to Px and changes linearly with relative NASHEED -1— > (Qcal- Qobs; 
humidity, L/Lmax, of root layer: o Y (Qobs- Qobsaveir 
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Fig. 4 Comparing observed and simulated flow rate to the An Khe reservoir in 1986. 
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Fig. 6 Comparing observed and simulated flow rate to the An Khe reservoir in 2003. 


Table 1 Results of error evaluation. 





Indicators 1986 1988 2003 
Nash 0.86 0.82 0.89 
AQmax (%) 9.8 2.9 6.1 





Table 2 Results of NAM model parameters. 





No. Parameters Value 
1 Umax 15.3 
2 Lmax 120 

3 CQOF 0.61 

4 CKIF 304.2 
B CK12 21.5 

6 TOF 0.507 
7 TIF 0.328 
8 TG 0.134 
9 CKBF 2507 
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in which, Qcal—calculated flood flow rate (m°/s); 
Qobs—observed flood flow rate (m/s); 


Qobsaver—average observed flood flow rate (m? /s). 


Flood peak error (AQmax): 
Hid T Orci 
AQmax = |———ud-———- 
Max 








in which: Qay simulated flood peak; 
Qt. , —observed flood peak. 
Model 


parameters are in Table 2. 


parameters: results of NAM model 


4. Conclusions 


Based on three flood events in the past with 
different characteristics, the study chose 3 years 
having typical floods which included: 

The flood in 1986: flood peak is about 1,320 (m? /S); 

The flood in 1988: flood peak is about 804 (m? /s); 

The flood in 2003: flood peak 1s about 862 (m? /s). 

With different flood levels, the model parameters 
still give results quite good: the Nash-Sutcliffe 
coefficient is higher than 0.8 as good simulation level 
and flood peak errors are always smaller than 10% as 
acceptable error level. Therefore, NAM model could 
be used to simulate rainfall-runoff into An Khe 
reservoir for flood prevention and control in the 


downstream of the Ba river. 
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Abstract: The variable-density flow model—SEAWAT Version 4, was used to evaluate the hydrogeological conditions associated 
with hydraulic fracturing (fracking) the limestone oil reservoir in the Lower Cretaceous Sunniland Formation of Southwest Florida. 
This research contributes to the understanding of the controls on fluid and potential contaminant migration, following high pressure 
hydraulic fracturing. A hydraulic fracturing treatment used recently in this formation at the Collier-Hogan 20-3H well represents the 
base case simulation. Multiple stage fracturing using typical stress periods, a modelled fracture zone radius, and various injection 
rates were tested to evaluate the potential for horizontal and vertical fluid migration in and from the reservoir under dynamic 
conditions, with TDS used as a tracer. Hypothetical scenarios including preferential vertical pathways between the Sunniland 
Formation and the Lower Floridan aquifer Boulder Zone were also simulated. Results indicate that injected fluids do not migrate 
significantly in the lateral and vertical directions beyond the design fractured zone, unless a preferential pathway exists within close 
proximity to the fractured zone. In a worst-case scenario under the simulated conditions, vertical heads are approximately 580 meters 
greater than static conditions and fluids associated with hydraulic fracturing vertically migrate approximately 500 meters; therefore, 
the quality of the deepest sources of drinking water is not compromised. Analytical results from a monitoring well installed in the 
immediate vicinity of the Collier-Hogan 20-3H well and at the base of the deepest source of drinking water support the conclusion 
that impacts from hydraulic fracturing fluids have not migrated into the deepest sources of drinking water. 


Key words: Hydraulic fracturing, Sunniland Formation, fluid migration. 


1. Introduction practice because of the geologic conditions under 


which it is typically employed; however, in some 
Interest in the environmental effects of hydraulic 
instances hydraulic fracturing has been linked to 
fracturing has become an increasingly important topic 0. 
inadvertent groundwater contamination and other 
associated with the development of oil and natural gas 
MN health hazards, for example the fracturing of the 
because of the potential risk to the quality of shallow , 
, , , Marcellus Shale in Pennsylvania for natural gas 
and deep aquifers. Although hydraulic fracturing has , , 00. 
potentially resulted in groundwater contamination. In 


addition, the USGS (U.S. Geologic Survey) has also 


identified cases of hydraulic fracturing that have 


been in use since the 1960s, the ability of this 
technique to significantly enhance recovery of oil and 


natural gas from low permeability reservoirs and shale, 
potentially resulted in environmental impacts. The 


USEPA (U.S. Environmental Protection Agency) [1] 


has summarized the development and potential 


has currently led to its widespread use in the U.S. and 
other  petroleum-producing countries. Hydraulic 


fracturing is generally an environmentally safe n 
adverse effects of hydraulic fracturing in a recent 


SS publication that identifies the most likely practices 
Corresponding author: William C. Hutchings, Ph.D., 


senior hydrogeologist, research fields: flow and mass transport l l 
modeling. [1] concluded that impact to aquifers from the 


that result in groundwater contamination. The USEPA 
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injection of fluids into deep oil reservoirs, and 
subsequent migration, is not a known major source of 
groundwater contamination. Several other studies 
have evaluated the hydrogeologic conditions under 
which hydraulic fracturing takes place [2-5] and have 
also concluded that, in general, the vertical migration 
of injected fluids and natural gas to groundwater 
aquifers is unlikely [4, 5]. 

This research contributes to the understanding of 
the controls on fluid and potential contaminant migration, 
following high pressure hydraulic fracturing, with the 
use of the numerical model SEAWAT Version 4 [7] to 
simulate the hydrogeologic conditions and the effects 
of hydraulic fracturing in the Sunniland Formation of 
Southwest Florida. The Lower Cretaceous Sunniland 
Formation is an oil-producing trend within the South 
Florida Basin, half of which occurs within the onshore 
Florida peninsula [8]. The trend is approximately 145 
miles (233 kilometers) long and 12 miles (19 
kilometers) wide, extending from Sarasota to Dade 
counties. Production began in 1943, with the eventual 
discovery of 11 fields through 1984. To date, 120 
million barrels have been produced from the 
formation. The Sunniland Formation occurs at a depth 
of approximately 12,000 feet (3,657 meters) below 
land surface, and is composed of 250 feet (76 meters) 
of limestone, dolomite and anhydrite. Exploration and 
production continue to date in the Sunniland 
Formation. A single instance of hydraulic fracturing 
took place at the Collier-Hogan 20-3H oil well located 
in Collier County (Fig. 1) in December 2013 that 
resulted in the immediate termination of further 
due to unapproved 


development of this well, 


extraction methods. To date, adverse effects 
associated with the migration of fracking fluids have 
never been documented in Florida. Although 


hydraulic fracturing has since been banned by 
numerous local governments, to date, the Florida 
legislature has not banned the practice. 

This study is an assessment of the potential 


migration of the injected fluids from the reservoir 


associated with this event and variations of this event 
that include greater volumes of injectate and injection 
rates. The conclusions of this study could potentially 
apply outside of Southwest Florida to assess the 
behaviour of hydraulic fracturing fluids under 
generally similar hydrogeologic conditions. However, 
the hydrogeologic conditions under the Florida 
platform appear to provide several unique restrictions 
to the vertical migration of fluids from the Sunniland 
Formation to drinking water aquifers. 

This paper is organized into the following sections: 
Study Area; 


Methods; Numerical Analysis; Results, Discussion; 


Introduction; Hydraulic Fracturing 


and Conclusions. 


2. Study Area 


The Sunniland Formation is a Lower Cretaceous 


sedimentary deposit composed of limestone, 
dolostone, and anhydrite [9]. The formation consists 
of an upper tidal shoal and a lower fractured carbonate 
oil play. Structural elements (Fig. 1) that occupy the 
Upper Sunniland formation include the Charlotte High, 
Lee-Collier Swell, and 40-Mile Bend High, from 
northwest to southeast. The formation is bounded by 
the Tampa-Sarasota Arch and the Peninsular Arch to 
the north, and the Pine Key Arch and Largo High to 
the south. The 


approximately 160 to 200 miles west of the Upper and 


Florida Escarpment is located 


Lower Sunniland formations, respectively. Only 
subtle structures with no major faults or vertical 
fractures have been identified onshore to date. 
However, in the offshore part of the basin, basement 
fault blocks and other complex structural features 
potentially exist, especially within the uppermost 
Jurassic and lowest Cretaceous part of the 
stratigraphic section [10]. The Sunniland Formation is 
not known to exhibit any major fractures/faults and 
was considered as a potential suitable formation for 
carbon dioxide-sequestration [11]. 

The general hydrogeology of Southwest Florida 


(Figs. 2a and 2b), from top to bottom, includes the 
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[.] Florida Peninsula Province (USGS Province 50) 


Fig. 1 Structural elements of the Florida Peninsula [6]. 
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Fig.2b Stratigraphic column of Southwest Florida [17]. 


Surficial Aquifer Systems (SAS) and Intermediate 
Aquifer Systems (IAS), extending to approximately 
200 feet (61 meters) below land surface (ft bls), 
underlain by a confining unit and the underlying UFA 
(Upper Floridan Aquifer), at approximately 600 ft 
(183 m) bls, a sequence of Tertiary limestone. The 
SAS, including the water table aquifer and the Lower 
Tamiami aquifer, and IAS are the primary sources of 
drinking water in Southwest Florida. The middle 
confining unit separates the UFA from the LFA 
(Lower Floridan Aquifer). The LFA, at approximately 
1,900 ft (579 m) bls, consists of micritic to fossiliferous 
limestone, dolostone and 


limestone, dolomitic 
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anhydrite/gypsum. The Boulder Zone (BZ), at 
approximately 2,900 ft (884 m) bls, composed of 
highly fractured and cavernous dolomite, occurs in the 
Oldsmar Formation in the lower part of the LFA. The 
highly permeable BZ is approximately 400 ft (122 m) 
thick in the study area and is occupied by groundwater 
with seawater composition, supporting the theory of 
having a hydraulic connection to the Atlantic Ocean 
and Gulf of Mexico. According to the Kohout 
convection theory [12], seawater flows into the Lower 
Floridan aquifer BZ formation and, in response to the 
prevailing thermal gradient, flows vertically through 
the BZ and then flows laterally eastward into the 
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Fig.3 Water quality characteristics underlying Southwest Florida. 


Atlantic Ocean and westward into the Gulf of Mexico. 
The vertical distribution of drinking water and 
brackish water, BZ, and the base of the USDW 
(underground source of drinking water), identified by 
a TDS (total dissolved concentration) of 10,000 
milligrams per liter (mg/L), are depicted on Fig. 3. 

Underlying the LFA is the sub-Floridan confining 
unit consisting of Cretaceous to Upper Jurassic 
sediments composed of cyclic deposits of dolomite, 
limestone, and anhydrite. The Sunniland Formation 
occurs within this interval at a depth of approximately 
12,000 ft (3,657 m) bls. The Upper Sunniland 
Formation is a tidal shoal deposit [6], which is the 
most productive oil reservoir in Southwest Florida. 
The Lower Sunniland Formation is known as a 
fractured dark carbonate oil play and has had only one 
productive well, which was installed in the Lake 
Trafford Field in 1969 [6]. 

The  Collier-Hogan 20-3H well exhibits 
construction details in accordance with the Florida 
Department of Environmental Protection requirements 
including four cased intervals (Fig. 4) that serve to 
prevent migration of fluids within the borehole; 
thereby, protecting aquifers shallower than the base of 
the USDW. The general well construction details [13] 
include a 24-inch diameter conductor casing installed 
to a depth of approximately 250 ft (76 m) bls; 
13-3/8-inch diameter surface casing set at 1,600 ft 
(488 m) near the bottom of the USDW; intermediate 


9-5/8-inch diameter casing set at 3,850 ft (1,173 m) 
and cemented to the base of the Boulder Zone; and 
4-1/2-inch diameter production casing set at 12,500 ft 
(3,810 m) with cement emplaced to 9,300 ft (2,835 m). 
Seven packers were installed in the horizontal section 
of the well between MTD (measured total depths) of 
12,644 ft (3,854 m) and 16,215 ft (4,942 m) resulting 
in a fractured interval of 3571 ft (1,088 m). The TVD 
(true vertical depth) of the well is approximately 
11,948 ft (3,642 m). 
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Fig. 4 Oil well construction details. 
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3. Hydraulic Fracturing Method 


The orientation of fractures that develop in response 
to hydraulic fracturing is a function of the depth of the 
well and the distribution of the principal components 
of the stress field. Hydraulic fractures develop or 
propagate parallel to the principal vertical stress and 
open parallel to the direction of the least principal 
horizontal stress. In deep formations, 1.e. greater than 
2,000 ft, the vertical or overburden stress is greater 
than the horizontal stress; therefore, the fractures are 
vertically oriented. The hydraulic fracturing that was 
conducted at the Collier Hogan 20-3H well was 
designed with the MFrac3D Simulator by Baker 
Hughes [13] that predicted fractures 4.378 m (14.364 
ft) above the lateral and 17.941 m (58.864 ft) below 
the lateral for a total of fracture height of 22.319 m 
(73.228 ft). 

A total slurry volume of 691,068 gallons (16,454 
barrels) that included 662,298 gallons of water and 
637,399 pounds of proppant were used for the 
fracking treatment. On average, treatment pressures 
ranged from 8,287 to 8,397 pounds per square inch 
(psi) and the average injection rate per stage was 597 
gallons per minute (gpm). The treatment was 
conducted in seven (7) stages with the injection time 
per stage equal to approximately 0.11 days, for a total 
treatment period of 2.09 days. The treatment 
procedure on the Collier-Hogan well was performed 
from December 30, 2013 to January 1, 2014. 


4. Numerical Analysis 


The SEAWAT Version 4.0 model was used to 
simulate the flow and mass transport characteristics 
associated with the natural system and hydraulic 
fracturing of the Sunniland reservoir in the vicinity of 
the Collier-Hogan 20-3H well. The SEAWAT model 
couples MODFLOW-2000 and MT3DMS. The 
MODFLOW-2000 code solves for the variable density 
flow field in terms of equivalent freshwater heads 
determined from the 


using the density 


MT3DMS-derived TDS concentrations present in 


each cell. This version of SEAWAT also includes the 
effects of salinity and temperature on viscosity, heat 
transport, and pressure on density. Given these recent 
modifications, SEAWAT is capable of simulating the 
hydraulic and geochemical conditions associated with 


this model. 
4.1 Under-pressured and Over-pressured Scenarios 


The finite difference grid for the three-dimensional 
model consisted of a horizontal domain with 
dimensions of 1005 by 520 meters discretized into 256 
columns and 74 rows (Fig. 5). Model construction and 
parameter values are presented in Table 1. The model 
consisted of 52 layers (variable thicknesses) with 
constant head boundaries set up along the west and 
east sides of the model (Fig. 6). The north and south 
sides of the model were simulated as "no flow" 
boundaries. An expanding grid was used with rows 
and columns increasing from 3.05 meters in the vicinity 
of the horizontal injection well to 40 meters at the 
outer edges of the model. Row and column cell 
dimensions were maintained at 3.05 m in the vicinity 
of the horizontal well, determined from preliminary 
simulations, in order to accurately model fluid migration. 
Qualitative variations in the vertical distribution of 
hydraulic conductivities are illustrated in Fig. 7. The 
constant head boundaries ranged from 6.0 meters 
NGVD (National Geodetic Vertical Datum) for the 
water table to -710 meters in the Sunniland Formation 
for under-pressured conditions, based on measured 
formation pressures obtained from well construction 
records. A minor westward hydraulic gradient of 
0.0001 was set up within each layer of the model. For 
over-pressured conditions, a hydraulic head of 6.0 
meters was assigned to the Sunniland Formation. Due 
to historic production from the Sunniland Formation, 
the formation is currently under-pressured or less than 
the hydrostatic gradient [14]. TDS was assigned to the 
model, with 500 mg/L to the potable water of the 
surficial aquifer, 35,000 mg/L to the Boulder Zone, 
and 270,000 mg/L to the Sunniland Formation. 
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Fig. 6 Cross-sectional view of finite difference grid discretization. 


Vertical Distribution of Hydraulic Conductivity 
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Fig. 7 Model cross-sectional view of hydraulic conductivity distribution. 
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Table 1 Model construction and input parameter values. 


Input parameters Units Values 
Number of columns (NCOL) 256 
Number of rows (NROW) 74 
Number of layers (NLAY) 52 

Ax (DELR) m 3.05 to 40 
Ay (DELC) m 3.05 to 40 
Az (DZ) m 7 to 100 
Horizontal hydraulic conductivity (Kh)-anhydrite m/d 3.32E-05 
Vertical hydraulic conductivity Kv)-anhydrite m/d 3.32E-05 
Horizontal hydraulic conductivity (Kh)-limestone m/d 2.80E+01 
Vertical hydraulic conductivity Kv)-limestone m/d 2.80E+01 
Horizontal hydraulic conductivity (Kh)-Sunniland Fm m/d 8.30E-01 
Vertical hydraulic conductivity Kv)-Sunniland Fm m/d 8.30E-01 
Horizontal hydraulic conductivity (Kh)-Boulder Zone m/d 5.54E+03 
Vertical hydraulic conductivity Kv)-Boulder Zone m/d 5.54E+03 
Horizontal hydraulic conductivity (Kh)-Cedar Keys m/d 1.40E-04 
Vertical hydraulic conductivity Kv)-Cedar Keys m/d 1.40E-04 
Horizontal hydraulic conductivity (Kh)-Avon Park m/d 1.10E-01 
Vertical hydraulic conductivity Kv)-Avon Park m/d 1.10E-01 
Horizontal hydraulic conductivity (Kh)-Fracture m/d 2.80E+02 
Vertical hydraulic conductivity Kv)-Fracture m/d 2.80E+02 
Specific storage (Ss) m! le-4 to 1e-6 
Porosity (0) ND 0.2 to 0.35 
Longitudinal dispersivity (aL) m l 
Transverse dispersivity (aT) m 0.1 

Heat capacity of the solid (CPsolid) J/(kg°C) 835 
Density of the solid (ps) kg/m? 2710 
Bulk density (pb) kg/m? 1761 
Thermal conductivity of solid (kTsolid) W/(m?C) 3.59 

Bulk thermal conductivity (kTbulk) W/(m°C) 2.547 
Diffusion coefficient (Dm salinity) m?/d 1.00E-10 
Bulk thermal diffusivity (Dm temp) m^/d 0.150309621 
Heat capacity of the fluid (CPfluid) J/(kg?C) 4183 
Thermal conductivity of water (kTfluid) W/(m?C) 0.61 
Distribution coefficient for salinity (Kd salinity) m/kg 0 
Distribution coefficient for temperature (Kd temp) m’/kg 2.00E-04 
Reference density (Po) kg/m? 1000 
op/oC 0.7 
Reference concentration for density (Cpo) kg/m? 0.5 

Oop/oT -0.375 
Reference temperature (To) °C 24 
Temperature range °C 24 to 100 
Temperature gradient °C/km 20.5 
Reference viscosity Kg/(ms) 0.001 
ōu/5C m’/d 1.92E-06 
Reference concentration for viscosity (Cu0) kg/m? 0.5 

Op/oP kg/m" 4.46E-03 
TDS kg/m? 0.5-275 
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Representative values of TDS were assigned to the 
Floridan aquifer and a linear gradient was used 
between the Boulder Zone and the Sunniland 
Formation. Temperatures ranged from 24 to 100 
degrees centigrade, with a gradient of 
20.5 °C/kilometer assigned to the model. 

Density ranged from 1,000 to 1,181 kg/m? (ôp/ôT 
-2.40 kg/(m^ °C). Viscosity varied throughout the 
model according to óu/óC = 1.92 x 10? m?/d. Density 
and salinity varied according to the relationship, ôp/ôC 
= 0.7. The density-pressure slope was set at 4.46E^ 
kgm*. Hydraulic conductivities were assigned to the 
anhydrite - — 3.3240E?  m/day; 
2.8E" m/day; Sunniland 
Formation - 8.3E! m/day (pre-fracture); > 8.3 m/day 
(post-fracture); Boulder Zone dolomite - 5.54E^ 
m/day; Cedar Keys Formation -1.4E^ m/day; Avon 
Park Formation - 1.1E'! m/day; and fault/fracture - 280 
m/day. The diffusion coefficient was set at 1E'" 


m’/day. Specific storage ranged from 1E~ to IE? per 


models as: 


limestone/dolostone  - 


meter and porosity ranged from 0.35 to 0.2. All other 
terms and values used in the models are consistent 
with this type application of the model and can be 
found in the SEAWAT model documentation [7]. 

The simulated hydraulically fractured zone was 


assigned to layer 52 with a length of 545 meters, 


width of 15.25 meters, and depth of 23 meters (Fig. 8). 


The modeled horizontal well length is approximately 
half of the Collier Hogan 20-3H, which should 
amplify the potential effects of plume injection and 
migration. Modelling the decreased well length 
significantly reduces simulation run times, without 
adversely affecting the modelling results. The base 
case simulation represents under-pressured conditions 
with fluid injection rates that are consistent with the 
hydraulic fracturing event. An additional simulation 
representing over-pressured conditions was run with 
similar injection rates over the hydraulic fracturing 
period. Since hydraulic fracturing can be performed 
injectate, additional 


using higher volumes of 


simulations were run representing under and 


over-pressured conditions with injection rates two and 
four times the base case simulation. TDS is used in the 
models as a tracer to track and evaluate potential 
plume migration. Injection was simulated with 
pumping wells set up in 175 cells injecting 136 
m3/day (base case), 272 m3/day (2 x base case) and 
544 m3/day (4 x base case) to identify the potential 
differences in migration characteristics. The total 
volumes injected during the three previous scenarios 
are 662,298 gallons (2,506,798 liters), 1,324,596 
gallons (5,013,596 liters, and 2,649,192 gallons 
(10,027,192 liters) respectively. A potential vertical 
fracture/fault (3.05 x 3.05 m) extending from layer 51 
to layer 37 was then set above the center of the 
horizontal well to simulate a hypothetical anomalous 
hydraulic preferential pathway. Hydraulic conductivity 
of this preferential flow path was set at 280 m’/day, 
which is consistent with faults [4]. Backflow was 
simulated at 3096 of the injected volume to occur over 
30 days and production was simulated at 160 barrels 
per day for 10 years into the future, which was 
anticipated and consistent with production in the 
formation. 
The flow 


Pre-conditioned Conjugate Gradient Package. The 


system was | solved using the 
advection component of the transport equation was 
solved using the Total-Variation Diminishing option. 
Dispersion, reaction and sources/sinks terms were 
solved using the Generalized Conjugate Gradient solver 
with the Slice-Successive Over-relaxation Package for 
pre-conditioning. Seven equal sections of the horizontal 
well were sequentially assigned 0.11 days of injection 
followed by 0.22 days of inactivity representing the 
first 13 stress periods. Subsequently, the models were 
run for an additional 107 stress periods of 30 days 


each, for a total of 120 stress periods. 


5. Results and Discussion 


The model simulation exhibiting the initial flow 
system and TDS distribution (Fig. 9) is consistent with 


the distribution of constant head and concentration 
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Fracture zone 


Injection wells: 175 with Q= EEEE 
136 and 272 m?/day 


Fig.9 Initial TDS conditions and flow system. 


boundaries, depicting upward flow in the Floridan 
aquifer, horizontal flow in the Boulder Zone, and 
downward flow between the Boulder Zone and the 
Sunniland Formation. 

The hydraulic head distribution of the base case 
model (without a fracture/fault) after stage 7 of the 
injection period exhibits a significant increase in head 
(approximately 400 m), which is generally restricted 
to the near vicinity of the horizontal well (Fig. 10). 

The TDS distribution after stage 7 in this same 
simulation exhibits a decrease in TDS concentration in 
the immediate vicinity of the horizontal well, due to 


the injectate fluid, with lateral migration restricted to 
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the permeable zone created by the hydraulic fracturing 
and no vertical migration. The hydraulic head 
distribution of the model (with a fracture or fault) after 
stage 7 of the injection period (Fig. 11) shows a similar 
increase in head (approximately 400 m) compared to 
the base case simulation. After 90 days, the TDS 
concentration in the area affected by the rising plume 
is approximately 207 mg/L and, after 360 days, the 
TDS concentration has increased to 225 mg/L and the 
diameter of the impacted area has also increased. In 
layer 47 of this simulation, it 1s evident that the 
injectate has migrated to this layer after 90 days by the 
range of TDS concentrations, 231 to 254 mg/L. After 
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Head Distribution in Layer 52 after Stage 7 


Contour interval: 5 m 
Head range: -/10 to -317 m (approx. 400 m mound) 
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Contour interval: 5 m 
Head range: -710 to -317 m 
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Fig. 11 Hydraulic head distribution in layer 52 after stage 7 (with fracture/fault). 


360 days, the range of TDS concentrations has 
generally decreased from 194 to 229, in the vicinity of 
the ascending plume. The vertical extent of the plume 
extends to layer 44 with a plume exhibiting TDS 
ranging from 225 to 257 mg/L. 

The distribution of TDS after 360 days exhibits the 
maximum vertical extent of the injected plume in 


layer 44 for both (base case and 2x) under-pressured 


conditions, a vertical distance of approximately 460 
meters. The plume continues to migrate horizontally, 
although vertical migration has essentially ceased. The 
vertical and lateral distributions of TDS in the model 
are exhibited in Fig. 12 and 12a. These figures exhibit 
the vertical and lateral migration of the plume, with 
the largest plume diameter shown in layer 44. The 


increased plume diameter in layer 44 is likely due to 


Perspectives on the Potential Migration of Fluids Associated with Hydraulic 119 


Fracturing in Southwest Florida 


Vertical Distribution of TDS after 360 days 


TDS (mg/L) 





Fig. 12 TDS distribution after 360 days showing the vertical extent of injected fluids plume in layer 44. 


TDS Distribution in Layer 44 after 360 days 


TDS Range: 225 to 257 mg/L 
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Contour interval: 5 m 
Head range: -710 to -301 m GHD £ MODFLOW and More 2017 





Fig. 13 Hydraulic head distribution in layer 52 after stage 7 (with fracture/fault and injection volume 2x). 
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spreading in response to advection related to the residual 
pressure field soon after injection; however, late time 
migration is likely due to the hydraulic gradient. 

The hydraulic head distribution of the model (with 
a fracture/fault), with injection twice the base case 
model, after stage 7 of the injection period shows that 
increase in head (approximately 409 m) exhibits a 
greater head (by approximately 10 m) and head 
distribution around the horizontal well, compared to 
the distribution using half of the injection rate (Fig. 
13). The cross-sectional TDS distributions after 360 


(Fig. 14) and 720 days are generally similar to those 
exhibited by the base case models with a fracture/fault, 
with increased spreading due to the additional volume 
of injected fluid. The vertical extent of plume 
migration generally occurs in layer 44, which is a 
distance of approximately 460 m, although minor 
migration into layer 42 1s evident. 

The hydraulic head distribution of the model (with 
a fracture/fault), with an injection volume four times 
the base case model (Fig.15), after stage 7 of the 


injection period exhibits a maximum head difference 


Vertical Distribution of TDS after 360 days (Inj 
Vol 2x) 


Maximum vertical plume migration shown in layer 44 (distance of approximately 
1500 ft remains unchanged after 360 days and injection volume is 2X 
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Fig. 14 TDS distribution after 360 days showing the vertical extent of injected fluids plume in layer 44 (with fracture/fault 


and injection volume 2x). 


Head Distribution after Stage 7 (Inj Vol 4X) 


Contour interval: 5 m 
Head range: -710 to -283 m 
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Fig. 15 Hydraulic head distribution in layer 52 after stage 7 (under-pressured with fracture/fault and injection volume 4x). 
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of 427 m. The TDS distribution is generally similar to 
the preceding scenario using under-pressured conditions 
and twice the base case injection rate after seven years, 
with the exception that the amount of fluids that 
migrate is greater, as exhibited by Fig. 16. Although 
most of the mass resides between model layers 52 and 
44, minor evidence of migration indicates that the 
plume has broken through to layer 42. 

The hydraulic head distribution of the model (with 


a fracture/fault), with injection twice the base case 
model, and under over-pressured conditions, after 
stage 7 of the injection period (Fig. 17) exhibits 
hydraulic heads ranging from -70 to 270 m, a 
difference of 340 m. In this scenario, the heads are 
distributed about the centrally-located fracture/fault 
instead of the east end of the well, which is the 
location of the last stage of the hydraulic fracturing 


event. Apparently, the fracture is an opening to the 


Vertical Distribution of TDS after 7yrs (Inj Vol 
4x) 


Maximum vertical plume migration shown in layer 42 (distance of approximately 
1910 ft) with injection volume of 4X base case model, 
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Fig. 16 TDS distribution after 7 years showing the vertical extent of injected fluids plume in layer 44 ((with fracture/fault 


and injection volume 4x). 


Head Distribution after Stage 7-Overpressured 


(Inj Vol 2X) 


Contour interval: 5 m 
Head range: -70 to 270 m 





GHD i$ MODFLOW and More 2017 


Fig. 17 Hydraulic head distribution in layer 52 after stage 7 (over-pressured with fracture/fault and injection volume 2x). 
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Vertical Distribution of TDS after 720 days under 
Over-pressured Conditions (Inj vol 2x) 





Note: Continued lateral migration within layer 44 
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Fig. 18 TDS distribution after 720 days showing the vertical extent of injected fluids plume in layer 44 (over-pressured with 


fracture/fault and injection volume 2x). 


very low formation pressure of layer 51 causing a 
hydraulic sink and the injected fluids to migrate to this 
low-pressure part of the well. The vertical distribution 
of TDS through time after 90, 360 and 720 days is 
generally similar to the preceding scenario using 
under-pressured conditions and twice the base case 
injection rate, where the vertical extent of the plume 
generally occurs in layer 44. 

The results of these simulations consistently exhibit 
several similarities, regardless of the operating 
conditions associated with the hydraulic fracturing 
scenarios. The hydraulic heads generated during the 
hydraulic fracturing simulations are approximately 
400 m for under-pressured conditions and 340 m for 
head difference 


appears to be the result of the difference in pressure of 


over-pressured conditions. This 


the high-density reservoir water column associated 


with each scenario, i.e. under over-pressured 
conditions the water column is approximately 12,000 
ft (3,657 m). In all of the simulations, the lateral head 
distributions exhibit very high horizontal hydraulic 
gradients indicating that the high fracturing pressures 
are generally restricted to the immediate vicinity of 
the fractured zone. Another consistency is the TDS 
concentration distributions in the reservoir following 


hydraulic fracturing. Similar to the head distributions, 


all of the simulations exhibit variations in TDS 
concentrations that occur in the immediate vicinity of 
the fractured zone with background TDS concentrations 
occurring immediately beyond the fractured zone after 
fracturing. With 


approximately greater than seven years, the TDS 


hydraulic increasing time to 
plume grows beyond the fractured zone in the vicinity 
of the fracture/fault, as fluids migrate to the fault. 
Beyond the vicinity of the fracture/fault, the TDS 
plume does not migrate far from the fractured zone. 
The rapid reduction in the pressure field and TDS 
distribution beyond the fractured zone is generally 
attributed to fracture mechanics, losses to the 
formation (leak off), and backflow, which was set at 
30% of the injection volumes for all of the models and 
simulations. The fracture length is determined by the 
mass balance between leakoff and flow into the 
fracture [15]. The vertical extent of fluid migration in 
all cases generally terminates at model layer 44, which 
is equivalent to a distance of approximately 460 m, 
beyond which lateral spreading is dominant. With 
increasing injection volumes, the volume of fluids that 
migrate from the injection zone into the overlying 
formations increases with most of the mass generally 
maintained in model layers deeper than layer 44, 


although the results do indicate some migration into 
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layer 42. Since TDS was used as a tracer to track fluid 
migration and the constituents of the plume, these 
modeling results indicate that any regulated 
constituents in the plume will not migrate beyond the 
distance attained by the TDS plume. 

When evaluating the potential effects of injecting 
the volumes of fluid for these various scenarios, it 
should be considered that the volumes are distributed 
over a model distance of 545 meters. The actual length 
of the horizontal well is approximately twice this 
length or 1,090 meters (3,576 feet). Therefore, a 
significantly larger volume of the injectate is in 
contact with reservoir brine with a TDS concentration 
of 270,000 mg/L, compared to a vertical well used for 
ASR (Aquifer Storage Recovery) that would potentially 
have the base case volume injected into a few hundred 
feet of the Floridan aquifer, eventually creating a 
freshwater zone about the injection zone. Prior to 
creating the freshwater zone in a brackish formation 
used for ASR, much water is lost to the formation. 
Similarly, much of the low TDS injected water used 
for hydraulic fracturing should rapidly experience an 


increase in TDS resulting in reduced buoyancy. 


6. Conclusions 


This study, based on the application of a numerical 
model incorporating site-specific hydrogeologic and 
fluid injection parameters, demonstrates that the 
injected fluid from hydraulic fracturing does not have 
the potential to migrate into the USDW (Underground 
Source of Drinking Water) that occurs in the Lower 
Floridan aquifer. The vertical migration of the injected 
solution is restricted from migrating into drinking 
water aquifers as a result of the following conditions: 

* the presence of low permeability formations 
composed of clay, anhydrite, limestone and dolomite 
overlying the reservoir; 

* very high salinities and increasing density with 
depth; 

* downward hydraulic gradient associated with 


under-pressured conditions; 


* general absence of naturally occurring faults in 
the Sunniland Formation and sub-Floridan confining 
unit; 

e without a fracture or fault exhibiting a preferential 
flow path, vertical migration from the reservoir does 
not occur; 

* with presence of a fracture/fault, vertical 
migration is limited to approximately 460 meters; 

* presence of the Boulder Zone and associated 
Kohout convection, potentially restricts migration into 
the USDW;; 

* horizontal plume migration is restricted to near 
vicinity of the hydraulic fracture zone. 

The deep monitoring well installed at the base of the 
USDW, in the vicinity of the Collier-Hogan 20-3H oil 
well, has not exhibited any impacts related to the 
injected fluids to date, supporting the conclusion that 
such fluids are not capable of migrating through the 
various hydrogeological barriers between the reservoir 
and the USDW over the short periods of high pressure 
hydraulic fracturing events or longer periods of post 
fracturing residual migration due to buoyancy of the 
injected fluids. These results are in agreement with the 
general conclusion, based on an extensive body of 
evidence compiled by the USEPA, that impacts to 
aquifers have not been found to result from the 
migration of the fluids associated with hydraulic 


fracturing of deep formations. 
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Abstract: The ultrasonic welding process for wires is being largely used on industry mainly on applications that involve the connection 
between similar or different metals. The biggest benefit of this technology is the possibility to perform the weld without addition 
materials, like terminals, metal rings or tapes. Manufacturing of wiring harnesses demands a significant amount of joining, such as 
welding, crimping or soldering, to fulfill the desired layout of the harnesses and capacity requirements, but conventional connection 
processes, face difficulties in Joining multiple cross sections mainly due to the characteristics of the processes and equipment in use. 
Ultrasonic metal welding process overcomes these issues due to the solid-state characteristics inherent to the process itself that include 
the excellent electrical properties of the joint. Several researches on ultrasonic metal welding are being done to define the fundamental 
mechanisms behind this process and it is being seen that they are completely dependent on the cross section to be welded. With this 
research we are trying to develop methods for process characterization and define acceptable quality parameters in this process. The 
main topics addressed in this paper are the characterization the weld formation using copper-to-copper wires using optical microscopy 
and the analysis of insulation material when submitted to different thermal conditions. 


Key words: Ultrasonic metal welding, wiring harnesses, insulated wires, splices, harness assemblies, PVC (Polyvinyl Chloride). 


1. Introduction high electrical and thermal conductivity [4]. The 


process overcomes easily the difficulties of multiple 
Ultrasonic metal welding was discovered around 
cross-sections connection due to its solid-state 
1950 and is now widely used on the industry in 0. 
E ol characteristics that creates a true metallurgical bond [5, 
applications that involve softer and high conductivity 
6]. Also, the temperature of the process does not 
alloys or metals like copper or aluminum [1, 2]. The 
MEE 4 exceed the melting point of the material which 
metal joint is formed by the application of high 0. 
eliminates undesirable compounds and metallurgical 
frequency vibrations and moderate pressure. The 
ae defects that can be seen on other types of welding [7]. 
application of vibrations is done parallel to the 
The ultrasonic welding process consists of the 
interface of the parts [3] and the applied frequency l , , 2. 
conversion of electrical into mechanical vibrations 
creates some motion between the parts to be welded 
using a frequency of 20 to 40 kHz and the system 
that forms the solid-state weld by plastic deformation l , 
, , should include a generator, a converter with 
and progressive shearing of the metal that should , , , 
, , i jl piezoelectric ceramics, a booster and a sonotrode as 
disperse oxides or contaminates over the asperities, BU 
shown in Fig. 1 [8]. 
creating a clean area of metal contact [3]. The 
Ultrasonic metal welding process is known for 
equipment used to perform the ultrasonic welding oo 
many years [3] but when considering the welding of 
should be able to control welding variables and monitor 
E copper insulated wires there seems to exist a lack of 
energy and consequently solve oxidation problems, 
understanding of the welding mechanisms that should be 


known for a number of years, mainly when considering 
Corresponding author: Sandra Matos, Ph.D. student, main 


research field: polymers. wires insulated with PVC (Polyvinyl Chloride). 


126 Characterization of Ultrasonic Metal Welding Process 


lower Supply 







Ebechrical Energy 












AAAAA 
'VVVVA 
20 kHz, 35 kHz er 40 WHr 






Gemeertor 




















Piezoelectric VVVVVM 
High Frequency 
Mechanical Oscillation 


Fig. 1 Schematic of ultrasonic welding process [8]. 


Several researches are being done in order to determine 
the influence of the insulation materials on the welding 
process of wires. This study was focused mainly in two 
distinct areas: (1) the characterization of the weld 
formation of copper-to-copper wires using optical 
microscopy and (2) the analysis of insulation material 
when submitted to different thermal conditions. As 
mentioned, there were many studies already done on 
this topic but are mainly focused on material thickness, 
in the specific case of electrical wires the main issue is 
related to cross section to be welded and the sticking of 
material to the tooling [3], and the second issue is 
totally dependent on the type of insulation material 


used on copper wires. 
2. Methods and Materials 


Ultrasonic welding splices can be created in two 
different ways, one with all wires in the same side and 
second with wires distributed by both sides of the 
splice [8] as shown in Fig. 2. 

For characterization of weld formation test samples 
were created with wires in one side using ultrasonic 
welding machine for splices [9] and the evaluation of 
characteristics of weld formation was done using 
electronic microscopic techniques. 

Evaluation of the weld ability was checked by the 
results on the strength force measurement needed to 
break the connection between wires. A capability study 


(Eq. (1)) using the strength needed to remove one wire 


Nnpltiec Mechanic al 






e € 
n 
Parts to be 
welded 


Urs dili on 


from the splice was done. 
|. A4— L5L 
|J. 68 


To evaluate the characteristics of the insulation 


Ppk (1) 


material, samples were created by removing 50 mm of 
insulation from the electrical wire. To check if there is 
influence of insulation material on welds formation 
cables with two types of insulation were chosen, PVC 
as it is known that may cause negative effect on the 
and ETFE (Ethylene 


Tetrafluoroethylene) that seems to have no impact on 


welding process 
the weld formation. 

According to automotive standard LV112 [10] 
samples should be analyzed by infrared spectroscopy 
technique to identify if degradation of materials exists 
and FTIR (Fourier-Transform Infrared Spectroscopy) 
was the method chosen as it is a faster technique to 
collect the infrared spectrum and technique main 
advantage 1s that all the radiation emitted by the source 
is continuously monitored [11]. In this specific case 
the material was analyzed on three different temperatures, 
RT (room temperature), 40 °C and 70 °C. 





Fig. 2 Splice with all wires on one side (a) and both sides 


(b). 
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Fig.3 Diagram stress vs. strain [13]. 


The tensile strength of a material (maximum force 
required to draw the material to break) refers to the 
ability of the material to withstand loads without failure 
due to excessive stresses or deformations. According to 
automotive standards, DIN EN 60811-1-1 [12] and 
LV112 [10], this test is also used to evaluate material 
degradation. 

The tensile strength of a material is the ratio of the 
maximum load that the material can withstand without 
fracture when it is being stretched, relative to the 
original cross-sectional area of the material. When the 
tension is less than the tensile force the material or part 
of it returns to its original shape. As the tensile values 
approach the values of the tensile force, the material 
tends to rupture (Fig. 3) [13]. 

The chemical degradation of the insulation makes 
wires more fragile, a phenomenon that we intend to 
detect with this test. 

In this study, the tensile strength (Eq. (2)) and the 
elongation until breaking (amount of uniaxial deformation 
at the break point) were calculated (Eq. (3)). 


F 
= Ao (2) 
_ Uf — lo) == lo) (3) 
O 


3. Test Results 
3.1 Characterization of Weld Formation 


Capability study was done using 125 welded 


samples using wires of cross section 0.50 mm? and 
insulated with PVC and ETFE. Samples were created 
using three wires of same cross section and same type 
of insulation (Fig. 4). It was removed the wires on the 
top of the splice using a pull force measurement device 
and the force needed to remove or break the wire was 
registered. With the results a Ppk was calculated 
according to Figs. 5 and 6. 


=- 4 


Fig. 4 Schematic of wire positioning on ultrasonic welding 
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Fig. 5 Capability study for wires insulated with PVC. 


Process Capability Report for ETFE 
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Fig. 6 Capability study for wires insulated with ETFE. 
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Fig.7 PVC insulated wire analyzed by SEM. 
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Fig.8 Welded sample analyzed by SEM. 

As results of Ppk for wires insulated with PVC were 
lower than expected, samples were analyzed on 
microscope to determine what may be causing the 
negative effect. Figs. 7 and 8 show the result of 
samples analyzed on SEM (Scanning Electron 
Microscope). 

Samples showed some organic materials on the 
surface of copper strands that are causing the bad 
results as when samples were cleaning the results on 
Ppk were significantly increased. 


Results of SEM analysis on ETFE insulated cables 
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Fig. 10 FTIR for PVC insulation. 
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are shown in Fig. 9 and did not had any material on 
copper surface and the Ppk results were much higher 


than on wires insulated with PVC. 


3.2 Analysis of Insulation Material when Submitted to 
Different Thermal Conditions 


FTIR analysis was done to PVC to define if 
components are migrating to copper surface. Wire 
samples were tested at RT and heated at 40 °C and 70 
°C (Fig. 10). It should be mentioned that working 
temperature for PVC wires is 105 °C and for ETFE is 
150 °C. 

For ETFE FTIR was also done even knowing no 
major issues were found (Fig. 11). 

To determine the tensile strength (Table 1) and 
percentage of elongation of insulation materials (Table 
2), samples were tested using a Zwick-Roell tensile test 
machine and Force versus Strain graphs were created 
(Figs. 12 and 13). Samples of PVC and ETFE were 
tested at RT and after heating at 40 °C and 70 °C. 


100i 
Fig.9 SEM analysis of ETFE insulated wire. 
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Fig. 12 Strength test for PVC. 
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Fig.13 Strength test for ETFE. 


Table 1 Tensile strength for PVC and ETFE. 


Tensile strength (N/mm?) 


Insulation material PVC ETFE 
Temperature (°C) RT 40 70 RT 40 70 
Force (N) 31.10 31.20 32.00 27.50 27.30 27.10 
Area (mm?) 2.01 2.01 2.01 1.96 1.96 1.96 


Tensile strength (N/mm?) 15.47 15.52 15.92 14.03 13.93 13.83 
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Table 2 Tensile strength for PVC and ETFE. 


Elongation (96) 
Insulation material PVC ETFE 
Temperature (°C) RT 40 70 RT 40 70 
Sample length (mm) 50.00 50.00 50.00 50.00 50.00 50.00 
Length till break (mm) 107.50 112.00 110.00 129.74 132.40 132.30 
Enlongation (%) 115.00 124.00 120.00 159.48 164.80 164.60 


4. Conclusions 


On PVC infrared spectrum the vibrational stretches 
of the C-Cl bond appears in the range of 700-600 cm !, 
have a complex origin and depend on the 
conformational structure of the polymer and the 
arrangement of the atoms near the C-Cl bond. The 
remaining bands in the spectrum correspond to 
different vibrations of C-C and C-H. In PVC, the C-H 
bond stretch of HCCI may be considered as major 
bands at 2,970 cm’, stretching the CH bond of the CH; 
at 2,912 cm”, deformation of the CH» at 1,435 and 
1,427 cm", deformation of the CH bond of the HCCI at 
1,331 and 1,255 cm’, at 1,099 cm’ and the rotation of 
the CH; bond at 966 cm’ [14]. On this infrared 
spectrum it was possible to identify the characteristic 
of PVC bands as well as the bands referring to the 
different vibrations of the C-C and C-H bonds. The 
different 


temperatures did not show variation, which is the 


spectrum of material submitted to 
reason why it is concluded that the temperature does 
not affect the structure of the PVC. 

The ETFE infrared spectrums are characterized by 
the existence of vibrational stretching of the CF bond 
between 1,365-1,120 cm", by a small vibration band of 
the CH bond between 3,125 and 3,040 cm’ and by a 
band of varying intensity for the C=C between 1,680 
and 1,620 cm’. The characteristic strain bands can be 
found between 1,000 and 905 cm’, at about 890 cm’, 
between 730 and 665 cm and between 1,820 and 
1,785 cm’ [14]. In the spectrum obtained, it was 
possible to identify the main characteristic bands for 
ETFE and it was possible to conclude that ETFE, under 
the test conditions, did not change its structure. 


Considering the tests done on tensile strength it was 


observed that insulation materials were not affected by 
the temperature variation. However, when analyzing 
the core of the wires it was seen on the surface of 
copper some pollutants, mainly carbon and oxygen that 
were initially supposed that they may be due to 
migration of insulation components to copper surface 
but after deep analysis, it was seen that compositions of 
polluted areas were different from compositions of 
insulation material. Based on that, it was concluded 
that the copper may be polluted before extrusion 
process. It was not possible to confirm the condition of 
copper before extrusion but it was proposed to be 


analyzed in a future work. 
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Abstract: The worldwide GMP (Good Manufacturing Practices) guidelines issued for injectable pharmaceuticals globally agree that 
the vials filling operation must be performed under air cleanliness Grade A. The air cleanliness classifications adopted by the WHO 
(World Health Organization) define the particle diameter size, the sampling occupancy state and the limit concentration of viable 
particles. To reach conformity regarding the microbial limits foreseen at the GMP guidelines, a microbiological monitoring program 
must be stablished for selected sampling points such as active air sampling, passive air sampling (settle plate method), surfaces 
sampling (contact method), personnel sampling (gloves and clothes), compressed gas, materials and equipment that may interfere and 
compromise the product microbiological quality. The key elements for a GMP certification are directly related to a qualification and 
validation program for radiopharmaceutical manufacturers that must be clearly defined and documented by a validation master plan, 
foreseen by the manufactures Quality Assurance office. This study describes each qualification step and test for DQ (Design 
Qualification), IQ (Installation Qualification), OQ (Operation Qualification) and PQ (Performance Qualification) that must be carried 
out and carefully planned when it comes to hot cells and isolator systems in accordance with the GMP requirements foreseen by 
international regulatory and supervisory bodies. 
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1. Introduction product may or may not represent contamination risks 


o. to the operator. It is not rare the situations in which it 
Radiopharmaceuticals are known as injectable , , , 
, l , , , is not enough to protect the product against potential 
radioactive pharmaceuticals widely used for internal mE 
ME contamination from the environment, but the operator 
radiotherapy for cancer and diagnostic imaging for 
must be protected against being contaminated by 
several body-malfunctions and its usage and 
MEME handling product. In these cases, isolators represent 
applications can be found elsewhere, specially into the , , , 
o. important roles for the production environment. 
nuclear medicine field [1-4]. One must be aware that , M 
: Isolators can be used to avoid such contaminations, its 
each country national's health surveillance regulatory , 
, , , effectiveness must be reliable and several tests are 
authority must approve radiopharmaceuticals, before , , , , , 
o. , carried on in order to validate its efficacy. It is worth 
they can be commercialized and used in humans , - 
to mention the air tightness test (carried out 


accordingly to ISO 10648-2) [5], which is one of the 


most important acceptance tests. Other tests that can 


being. 
When analyzing injectable pharmaceuticals 


production environments one must be aware the 
be mentioned for the PQ (Performance Qualification) 


tests and still applied during the periodic qualification 


Corresponding author: Fabio Eduardo de Campos, master, process are HEPA (High Efficiency Particulate Air) 
research field: nuclear technology and applications in 


radiopharmacy facilities. filters leakage test, air flow, air changes, air velocity 
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and unidirectional flow uniformity test, lighting 
intensity test, particle counting test (at rest and during 
operation states) and, finally, it 1s necessary to assure 
operational condition under negative pressure gradient 
[6]. 

For a reliable environment, the radiopharmaceutical 
production must be focused on the operator safety and 
product protection, this present work alerts the 
responsibility for hot cells buyers and manufacturers, 
and also for the current in-use hot cells regarding its 
technical aspects and operational conditions, especially 
the current ones, which are already radioactively 
contaminated and may present potential risks to the 
environment and to the operator if some of the 
qualification test parameters are not taken into 
consideration. Therefore, more than knowing which 
the requirements for the production environment are, it 
is better to know how to reach and meet each of them 
and mainly, how to maintain them into the requirement 
levels and tolerances foreseen by the guidelines and 
reference regulations bodies, such as, the FDA (Food 
and Drug Administration) [7], the rules governing 
medicinal products in the European Union (EudraLex) 
[8], the International Pharmacopoeia (issued by the 
WHO (World Health Organization)) [9] and others. 


2. Isolators and Hot Cells Requirements 


Isolators concepts and philosophies are similar to a 
microenvironment design and its applications to 
laboratories can be found elsewhere [10]. It can be 
used not only for protecting the product against 
contamination, but also for protecting the operator 
against toxic compounds or for both protections 
(product and operator) simultaneously. Hence the 
sealed microenvironment idea is to ensure high levels 
for viable and non-viable particles controlling into it 
yielding a reliable and aseptic manufacturing process 
while it also protects the external environment and the 
operator. 

The utilization of isolator technology minimizes 


human intervention in processing areas and may result 


in a significant decrease in the risk of microbiological 
contamination of aseptic manufactured products from 
the environment. There are many possible designs of 
isolators and transfer devices. The isolator and the 
surrounding environment should be designed so that 
the required air quality for the respective zones can be 
achieved. Isolators are constructed using puncture 
resistant materials and preventing air leakage. 
Transfer devices may vary from a single door to 
double door designs and fully sealed systems 
incorporating sterilization equipment. The transfer of 
processing materials into and out of the unit is one of 
the greatest potential sources of contamination. In 
general the area inside the isolator is the zone for high 
risk manipulations, although it is recognized that 
unidirectional air flow may not exist in the working 
area of all such devices. The air classification required 
for the background environment depends on the 
design of the isolator and its application. It should be 
controlled and for aseptic processing it should be at 
least grade D. Isolators should be introduced only 
after appropriate validation. Validation should take 
into account all critical factors of isolator technology, 
for example the quality of the air inside and outside 
(background) the isolator, sanitization of the isolator, 
the transfer process and isolator integrity. Monitoring 
should be carried out routinely and include frequent 
leak testing of the isolator and glove/sleeve system. 

Therefore a hot cell can be understood as an isolator, 
though it has special design and assembling techniques 
in order to provide its correct usage such as an 
ergonomic operation and the radiation shielding. Also 
the material handling inside a hot cell (or containment 
enclosure) requires an “hourly leak rate" which is 
related to the processing material dangerousness and, 
consequently, the hot cell or the “containment” 
classification can be categorized into four classes, as 
shown in Table 1. 

It is worth to mention that the leak test is carried 
out at FAT (Factory Acceptance Test) or SAT (Site 


Acceptance Test) steps and if the isolator or hot cell 
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Table 1 Classification of containment enclosures accordingto their hourly lake rate (adopted from ISO 10648-2 [5]). 


Containment enclosure with controlled atmosphere under insert gas conditions 
Containment enclosure with controlled atmosphere under inert gas conditions or with 


permanently hazardous atmosphere 


Class Hourly lake rate (Tfh’') Example 
“1 «5x 10^ 

19 «2.5 x 10? 

3 «10? 

4 <10! 


Containment enclosure with permanently hazardous atmosphere 
Containment enclosure with atmosphere which could be hazardous 


“The classification of leak tightness required for a particular application under classes 1 and 2 shall be decided by the designer and 


licensing authorities. Normally, class 1 will be applied for technical reasons when higher gas purity is required. 


fails in this test the manufacturer must review the 
isolator structure, cracks and sealing. 

Accordingly to ISO 10648-2, the leak test for 
isolators can be performed by the pressure change 
method, which takes into account corrections due to 
variations and atmospheric pressure. For acceptance 
test, the starting negative pressure should be four times 
greater than the working pressure condition. The leak 
tightness of containment enclosure must comply with 
the rate of leakage of a class 2 containment enclosure, 
in accordance with ISO 10648-2 [5] (Tf < 2.5 x 10° 
or < 0.25%). 

Once the hot cell enclosure tightness requirement is 
achieved, the operation requirements now must be 
fulfilled in terms of negative pressure gradient. The 
standardization [6] states that for the handling of 
radioactive or toxic products, the enclosure is required 
to be at a negative pressure in relation to the room. This 
under pressure, the only one of such values easily 
monitored, is expressed in Pascal (Pa) or Decapascal 
(daPa), and generally ranges from 20 daPa to 50 daPa 
below room pressure. Its measurement enables a 
hierarchy of pressure to be maintained when different 


enclosures are connected. 


3. Product Requirements 


AS a 


manufacturing, the clean room in which operations are 


requirement for aseptic products 
conducted has its air cleanliness according to the 
criticality of the environment. Each manufacturing 
process requires an appropriate environmental “in 
operation” condition to minimize the microbiological 


contamination risk, and other potential contamination 


such as product particles or particles from another 
used materials. It is interesting to highlight when 
considering “in operation” test for injectable 
radiopharmaceutical production hot cells. First of all, 
the fact that a hot cell does not allow the presence of 
the operator inside clearly avoids the primary 
indeed GMP (Good 
Manufacturing Practices) requirements [11] shows 
that between 30,000 and 40,000 of human-being skin 


cells fall off every hour. Furthermore to keep the 


contamination source, 


particle counting levels as required is not an easy task 
if the hot cell is not well designed; this task is related 
not only to the hot cell design aspects but also to the 
devices placed into it for the production processes 
such as crimpers, decrimpers, door opening and 
closing systems, and so many other devices required 
for a GMP certified production. 

Some short half-life radiopharmaceuticals are 
right after the 


manufacturing process and for this reason the quality 


usually injected to patients 
control approving tests results are eventually post 
administrative, such as, sterility test, radionuclide 
purity test and others to its release and even to its 
injection. Then, the establishment of regulations and 
specifications to ensure a reliable radiopharmaceutical 
production is extremely required, especially for the “in 
operation” condition that is worldwide foreseen in the 
EudraLex GMP guidelines [12], such as: 

e Grade A is equivalent to ISO class 4.8 “at rest” 
and to ISO class 5 “in operation". Grade A is 
equivalent to ISO class 5 for particles diameter size > 
0.5 um (until 3,520 particles per m^). However, when 


counting particles diameter size > 5.0 um Grade A 1s 
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equivalent to ISO class 4.8 once it tolerates maximum 
of 20 particles while ISO class 5 tolerates maximum 
of 29 particles. Thus Grade A is called ISO class 5 “in 
operation" for particles size > 0.5 um and ISO class 
4.8 “at rest" for particles size > 5.0 um. Still regarding 
Grade A, the GMP guidelines stablish it as a “high 
operational risk zone for filing and aseptic 
connections. Normally those operations must be 
carried out under unidirectional flow conditions" [12]; 

e Grade B is equivalent to ISO class 5 “at rest" and 
to ISO class 7 “in operation" states for both particle 
diameter sizes. The GMP guidelines stablish that 
grade B is applied to “grade A surrounding area for 
preparations and aseptic fillings" [12]; 

e Grade C is equivalent to ISO class 7 “at rest" and 
to ISO class 8 “in operation" states for both particle 
diameter sizes; 

* For grade D it is only defined the number of 
particles “at rest" state condition and together with the 
grade C, they are referred to clean areas where less 
critical processes are carried out for sterile products 
manufacturing. 

* For a better understanding the EudraLex [12] 
brings Table 2 for the particle size and air cleanliness 
classification grades. 

In order to face all the GMP requirements to the 


product and to the manufacturing environmental 


acceptance, it is required a PQ protocol to be stablished. 


It is important to mention the qualification process has 
its basis on the GMP guidelines and it must be 
developed based on its EudraLex [12]. 

The qualification process consists of several tests 


which are divided into small groups for a better task 


management and sequencing. Each qualification test 
must be associated to a test protocol where the test 
procedures and the acceptance criteria are pre-defined. 
The protocols must be filled out with each test result 
and the results must be confronted to the test 
acceptance criteria. After filling out the test protocol 
with the results the responsible for the test execution 
must sign the report. A representative counterpart (the 
hot cell buyer) also must sign the report confirming the 
tests methodology and results. During the test 
execution the reference documents must be available 
for verifications. The qualification can only be 
concluded when all the protocols are filled out and all 
the results are in accordance with the acceptance 


criteria stablished at the protocol. 


4. Qualification Tests 
Criteria 


and Acceptance 


When a radiopharmaceutical manufacturer starts a 
hot cell specification design, such as by developing the 
hot cell’s URS (User Requirement Specifications), one 
must be aware of each step and responsibilities are 
undertaken within this hot cell purchasing process until 
its conclusion, which means, until the hot cell is 
qualified according to the GMP requirements. Fig. 1 
brings a box-diagram that better illustrates this URS, 
design and qualifications steps. 

When it comes to the hot cell qualification tests, 
either the hot cell manufacturer or the buyer must 
be aware of each test requirement to meet all the 
safety standards regarding to the operator protection 
and to the product protection, once an injectable 


radiopharmaceutical is being handled inside it. The 


Table 2 The maximum allowed airbome particle concentration for each grade. 


Maximum permitted number of particles per m^ equal to or greater than the tabulated size 


At rest 
Grade 0.5 um 5.0 um 
A 3,520 20 
B 3,520 29 
C 352,000 2,900 
D 3,520,000 29,000 


Source: adopted from EudraLex [12]. 


In operation 


0.5 um 5.0 um 
3,520 20 

352,000 2,900 
3,520,000 29,000 

Not defined Not defined 
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Fig. 1 Box-diagram for hot cell design, purchase and respective qualifications. 


following tests are proposed in order to fulfill the hot 
cell qualification criteria for radiopharmaceuticals 
production. Each of the following tests has its protocol 
and the 


stablished as criterion. 


respective standardization reference, 


4.1 Verification of Filter Integrity (Filter Leakage) for 
General HEPA Filter and for Unidirectional Flow 
Units 


It is worth to highlight that hot cells require a high 
efficiency filtering system, either in the air intake (to 
guarantee the air quality into the hot cell), or in the air 
outflow (to avoid environmental radiologic 
contamination). As established by the standard ISO 
14644-3 [13], this test is carried out to confirm if the 
final filtering system with high efficiency filters is 
properly installed and sealed to prevent leakage or 


possible contamination to the working area. 


Goal: to ensure the HEPA filtering system is in 
accordance with the specifications regarding to filter 
integrity and tightness and also guarantee that this 
filter system fulfills the user requirements. This test 
does not verify the filtering system efficiency. 

Precondition: for traceability reasons, each 
installed HEPA filter must be supplied with the 
manufacturer’s integrity test certificate and it must be 
attached to the qualification report. 

Standards references: 

e IEST-RP-CC006.2— Institute of Environmental 
Sciences and Technology [14]; 

e [SO 14644-3:2005—Clean rooms and associated 
controlled environments—Part 3: Test methods [13]; 

e [SO 15767:2009—Unidirectional flow clean-air 
devices—Requirements and test methods [15]. 

Acceptance criteria: 


The filters can be tested following the uranine test 


Main Steps for Radiopharmaceuticals Hot Cells Validation in Accordance with GMP Requirements: 137 
Methodology and Practical Guide 


or the DOP (Dispersed Oil Particulate) test. The 
uranine test has efficiency of 99.98% (the uranine 
particles dimension is 0.15-0.18 um); while the DOP 
test has efficiency of 99.993% (the DOP particles 
dimension is 0.3 um). Despite the minor difference in 
both efficiencies (the DOP test efficiency is higher 
because the DOP particles are bigger) the filter 
efficiency remains the same for both tests: 

* The upstream aerosol concentration must lay 
between 20-100 ug/L and the filter leakage level must 
be < 0.01% of the upstream; 


* Filter repair limits—total repair area must be < 3% 


of the face area of the filter and the smallest 
dimension of any repair must be < 3.8 cm; 
e Filter 


manufacturer (measured in Pa). 


pressure drop—defined by the 


4.2 Verification Filter One-Way Flow Speed (with 
Unidirectional Flow Only) 


Goal: to check the filter downstream air velocity. 

Precondition: the filter integrity test must be done 
and approved according to the test acceptance 
conditions. 

Standards references: 

* [SO 15767:2009—Unidirectional flow clean-air 
devices—Requirements and test methods [15]. 

Acceptance criteria: 

* The downstream air velocity must be within 0.36 
m/s and 0.54 m/s; 

* The air flow uniformity velocity deviation must 
be < 15 %. 


4.3 Air Change or Air Change Rate Verification 


Goal: to check the air change inside a chamber, 
room or any controlled environment. 

Precondition: all equipment must be operating. 

Standards references: 

e AABC (Associated Air Balance Council)— Test 
& Balance Procedures [16]; 

* ANSI/ASHRAE 
2017)—Measurement, 


111-2008 (RA 


Testing, Adjusting and 


Balancing of Building HVAC Systems [17]; 

* AMCA 203-90—Air Movement and Control 
Association International, Inc. [18]; 

e [SO 14644-3:2005— Clean rooms and associated 
controlled environments— Part 3: Test methods [13]; 

e [SO 15767:2009—Unidirectional flow clean-air 
devices—Requirements and test methods [15]. 

Acceptance criteria: 

(a) The air change rate must be > 20 air changes per 
hour (20 ac/h). 


4.4 Lighting Intensity Verification 


It is worth to highlight that, although this 
verification test is not mandatory, it should be 
considered during the (factory) acceptance tests 
because the lighting operating conditions of a hot cell 
have at least two constraints to consider. First, the hot 
cells operators need to handle the materials using 
tele-pliers and check the inner operations through lead 
glasses windows, which limit the vision by its density 
and color. Second, it must be considered that minimal 
lighting intensity may vary from each operator, once 
visual condition is physiological and it is related to 
each person. 

When searching about lighting intensity guidelines 
for hot cells, there is no specific study for hot cells, 
except for one IAEA Safety Series publication [19]. It 
must be considered this publication is dated from 
1981 and the search for an updated study is still 
required. Thus the only reference we could use is the 
guidelines [20], which adopts 500 lux for 
pharmaceutical productions, although it does not 
consider the lead glass windows, used in the hot cells. 
Therefore, if one considers the standard adopted by 
the hot cells manufactures as “around 1,000 lux on the 


work surface", it seems to be very reasonable. 
4.5 Non-viable Particles Counts Verifications (at Rest) 


Goal: to ensure the non-viable airborne particle 
concentration of 0.5 um and 5.0 um of the tested 


environment at "at-rest" occupancy state is below the 
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allowable particle concentration according to the 
designed ISO class. 

Precondition: the clean room or controlled 
environment must be previously cleaned. The test 
must be performed with the ventilation system in 
operation. All the internal equipment (filling systems, 
crimpers, etc.) must be turned on and neither 
tele-pliers nor tongs should be maneuvered. 

Standards references: 

e [SO 14644-1:2015—Clean rooms and associated 
controlled environments—Part 1: Classification of air 
cleanliness by particle concentration [21]; 

e [SO 14644-3:2005—Clean rooms and associated 
controlled environments— Part 3: Test methods [13]; 

e Guidance PET drug products to Good 
Manufacturing Practices (CGMP-Annex 1) [22]. 

Acceptance criteria (at rest), based on the FDA 
[22]: 

As shown in Table 1 for particle concentrations and 
average Size: 

e Grade A (ISO class 4.8 air 
classification) at one single air sampling location; 

e Grade B (ISO class 5 air 
classification) at one single air sampling location; 

e Grade C (ISO class 7 air 
classification) at one single air sampling location; 

e Grade D (ISO clas 28S air 


classification) at one single air sampling location. 


cleanliness 


cleanliness 


cleanliness 


cleanliness 


4.6 Non-viable Particles Count Verifications (in 


Operation) 


Goal: to ensure the non-viable airborne particle 
concentration of 0.5 um and 5.0 um of the tested 
environment at “in-operation” occupancy state is 
below the allowable particle concentration according 
to the designed ISO class. 

Precondition: for this particular verification test 
applied to hot cells, the “in operation" state will be 
called as “in-dynamical-operation” state because when 
tested 


environment does not have the presence of the 


it comes to an isolator chamber, the 


operator inside it. Thus the procedure is to simulate, 
with non-radioactive materials (using water), all the 
manufacturing process “in-dynamical-operation”, such 
as pass-through doors opening, internal devices 
operations (vials crimpers,  decrimpers, vials 
fractionating and filling systems, ionization chambers), 
materials outtake, waste disposal etc., so those 
operations will indicate if the tested hot cell can fulfill 
the requirements for the dynamical-operational state. 

Guidelines references: 

e [SO 14644-1:2015— Clean rooms and associated 
controlled environments— Part 1: Classification of air 
cleanliness by particle concentration [21 |; 

e [SO 14644-3:2005— Clean rooms and associated 
controlled environments— Part 3: Test methods [13]; 

e Guidance PET drug products to Good 
Manufacturing Practices (CGMP-Annex 1) [22]. 

Acceptance criteria (in operation), based on the 
FDA [22]: 

(a) The same criteria are used for the non-viable 


particles counts verifications (at rest). 
5. Conclusions 


A detailed and critical URS for a new hot cell is the 
bottom line to a successful validation process to 
comply with GMP requirements. 

One must be aware of each design and manufacturing 
step of an isolator-like equipment or hot cell, starting 
at the DQ (Design Qualification), then the upcoming 
FAT (Factory Acceptance Test), after the equipment 
delivery and installations the buyer must require the 
SAT (Site Acceptance Test), then the IQ (Installation 
Qualification), the OQ (Operational Qualification), 
and the PQ. The analyses of the results obtained 
during the PQ tests and the evaluation of the 
conformities (and non-conformities) are the last step 
for the complete equipment acceptance, which must 
be under the responsibility of the manufacturer, but 
also under the buyer Quality Assurance. 

Finally, it is worth to mention that the buyer must 


be aware about the validation and acceptance tests 
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methodology and instrumentation, once the 
manufactures may hide some features or criteria in 
order to show the tested equipment completely 
approved by the “company” tests, and sometimes the 
"company tests" has not the same criteria as the GMP 
requirements and criteria to ensure safety and security 
to operators, surrounding environment and finally to 
will be 
radiopharmaceutical produced in these isolators and 
hot cells. 


This study shows the relevance of the primary steps 


the patient who injected with the 


toward successful acceptance criteria aiming the GMP 
qualification of hot cells and isolators. It also brings 
international references standards and guidelines to 
support information to users and manufactures along 
with orientations toward acceptance and qualification 
tests. The next studies on radiopharmaceuticals hot 
with GMP 


requirements will bring practical qualification tests 


cells certification in accordance 


results and discussions (set up guide), and the final 
study will conclude with a microbiology growth 
comparison according to the hot cell internal chamber 


stainless steel surface finishing. 
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1. Introduction 


Wetlands—and especially lakes—are the most 
productive ecosystems in the world. They support 
plenty of ecological activities and important natural 
habitats. These ecological activities translate strictly 
into economic functions and services such as flood 
protection, water supply, improved water quality, 
commercial and recreational fishing and hunting [1]. 
Although, it is a common knowledge that the multiple 
role of wetlands is usually biased towards the 
benefit 


exploitation. Usually, the natural benefits of wetlands 


economics from commercial use and 
are underestimated and the order of exploitation is so 
high that leads to the extensive degradation [2]. 
Despite the uncertainty in total area of wetlands 
around the world, there are some figures indicating the 
importance of the problem. In Europe, 50% to 60% of 


wetlands have been lost in past century due to the 
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human intervention, while the United States has lost 
54% of its original wetlands [3]. The accelerated rate 
of wetlands loss was a great alarm for many countries 
and scientists around the world to take care of the 
situation. In 1971, more than 100 countries created the 
Ramsar Convention of Wetlands of International 
Importance, providing the first step for a greater 
international cooperation about the protection and the 
“wise use" of wetlands and their resources [4]. A 
increasing number of valuation studies on environmental 
sector contribute evidence about the importance of 
wetlands. Literatures provide a variety of studies 
which include many valuation methods, such as CVM 
(Contingent Valuation Method), replacement value 
method etc. [3], use 39 wetlands valuation studies to 
create a meta-analysis using CV method [4], also 
created a meta-analysis of 30 Contingent Valuation 
applications. A few years later [5], made a meta-analysis 
using 190 wetlands valuation studies [6]. 

Despite the fact that there is a great international 


scientific concern about the restoration and protection 
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of wetlands, in Greece, there are only a few studies. In 
literature, it is used CVM to evaluate stakeholders’ 
preferences among four possible hypothetical 
scenarios for a wetland in Lesvos Island [7, 8]. 
Another CV research estimates the use values of 
ecological functions of Zazari-Cheimadidita wetland. 
In present study, authors are using CVM to valuate 
three wetlands in Greece. In particular, authors are 
investigating the WTP (Willingness To Pay) of local 
citizens to preservation/restoration of three lakes in 
Northern Greece, lake of Ioannina (lake Pamvotida), 
lake of Kastoria (lake Orestiada) and lake of Florina 
(lake Cheimaditida). This research is organized in five 
sections. The first section is the introduction and 
previous relative works. In Section 2, authos present 
some information about each lake, which leads us to 
this research. In Section 3, authors present the data 
and the empirical analysis of the research. Last but not 
least, in Section 4 there are the conclusions, while the 


bibliography takes place in Section 5. 


2. Knowing the Lakes 


2.1 Lake of Florina (Lake Cheimaditida) 


Cheimaditida 1s a lake of northern Greece, located 
40 km south of the prefecture of Florina. It is one of 
the lakes formed among the mountains of Verno, 
Voras, Askio and Vermio. Among these mountains 
there are some more wetlands, like Lake Vegoritida, 
Lake Zazan etc.. Cheimaditida's surface is around 
10.8 square km, its maximum length is 6.3 km and it 
is located in an altitude of 593 m. Its average depth is 
] meter and the maximum is 2.5 m. The water quality 
of Lake Cheimaditida is affected by household waste 
of the adjacent nine communities. Apart from this 
pollution, the quality of lake water is affected by 
livestock waste animals which are breeding around. 
However, the critical pollution factor is the excessive 
use of fertilizers and pesticides 1n crops, which end up 
in lake through ground dismantling. The level of Lake 


Cheimaditida has been dramatically reduced in recent 


decades, mainly due to irrigation, with adverse effects 
on the flora and fauna of the area. The Greek 
Biotope-Wetlands Center investigated the concern of 
local citizens (farmers, fishermen and local authorities) 
about the problem. The results declared the willingness 


of the citizens to pay for the restoration of the lake. 
2.2 Lake of Kastoria (Lake Orestiada) 


Lake of Kastoria, Orestiada, is located in Western 
Macedonia in western part of Kastoria Prefecture, 
northeast, east and southeast of the town of Kastoria 
and between the mountains of Verno, Aschi, Korissos 
and Vigla. Orestiada's surface is around 28 square km 
and located in an altitude of 630 m. Orestiada's 
average depth is around 3.5 meters and the maximum 
depth is 9.5 meters. The coast length is about 31 km. 
The water of the lake comes mainly from streams. In 
the area, there are nine streams leading to the lake. 
The largest of these is the stream of Xiropotamos. In 
addition to streams, rain water and snowfall, Lake 
Orestiada is also fed by many lush springs. Orestiada 
is an urban lake with intense human activity over the 
last decades, due to the threat of ecological balance of 
the area which is polluted by urban waste water, 
sewage effluents, fertilizers and solid waste. In 
Orestiada, the eutrophication phenomenon is intense, 
with all its negative effects on the quality of its water. 
The water of the lake, as the ultimate recipient of all 
natural processes, as well as the human activities, is 
constantly receiving loads of nutrients and other 
components and, in particular, phosphorus charges. 
According to results of a study which took place in 
lake of Kastoria [5], when the lake freezes almost 
every year, there is a decrease in oxygen and in the 
summer an increase in pollution due to agricultural 


activities. 
2.3 Lake of Ioannina (Lake Pamvotida) 


Lake of Ioannina (Lake Pamvotida) 1s located in the 
north-western part of Greece at an altitude of 470 


meters above the sea level and is perhaps one of the 
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rare cases, where a lake has been connected so much 
to the history and like of a city, Ioannina. The lake is 
7.5 km long, 1.5-5 km wide, has average depth 4-5 
meters, maximum depth 11 meters and surface around 
22.8 square km. It is surrounded by the Mitsikeli and 
Tomaros mountains and it is formed by water of three 
main springs. The drainage of the water takes place 
through the Lapista ditch and flows from the river 
Kalamas. The pollution of the natural environment of 
Lake Pamvotida and mainly of the lake’s water 
derives from human activities related to the city of 
Ioannina, small and large communities and residential 
areas located around, as well as the industrial output. 
The main source of pollution of the lake is urban and 
industrial waste water, as well as the waste of a large 
number of poultry farms, pig farms and cheese dairies 
in the area, many of which are illegal. Around 75% of 
the output of these farms is transferred indirectly to 


the lake resulting a crucial pollution to the water. 
3. Data and Empirical Results 
3.1 Data 
In order to investigate the WTP of the citizens 


Table 1 List of variables. 


around each lake, authors took three random samples 
from each town (Ioannina, Florina and Kastoria) and 
authors asked them to complete some questionnaires. 
Authors took 60 questionnaires from citizens of 
Florina, 90 questionnaires from citizens of Ioannina 
and 80 questionnaires from citizens of Kastoria. The 
main question authors asked on each interviewee is 
the amount of money that he/she is willing to pay per 
month in order to restore the lake of his/her town. 
Authors also asked their opinion about the lake and 
their living distance from the lake. A list of variables 


which were tested is the following. 
3.2 Empirical Results 


In the first part of the analysis authors present some 
descriptive statistics about citizens' willing to pay in 
each town. In Table 1, it 1s the list of variables. In 
Table 2, it is presented the descriptive statistics for WTP. 

On the one hand, descriptive statistics provide 
evidence that citizens of Kastoria are willing to pay 
more for the restoration of the lake. On the other hand, 
citizens of Ioannina are willing to pay far less for the 


restoration of their lake. 


X, . Visiting the lake 

Me - Way of information about the lake condition 

Xs . Ecological condition of the lake 

X, Main problem of the lake 

Xs . Reason of the ecological problem 

Xs . Authorities' concern about the lake 

X. . Membership of an ecological organization 

Jg.: Local authorities participation every 100 euro 

Xp . People participation every 100 euro 

Xio: What do you wish to be done? 

X13: WTP for the restoration 

Xia: Willingness to pay for the restoration if you were living next to the lake (WTP1) 
X13: What do you want to restore first? 

X la: Amount of money that you would accept in order not to restore the lake Willingness to Pay (WTA) 
Xis: Industries 

Xle: Gender 

Maz: Age 

Ate: Living 

Ata: Heritage close to the lake 


Aag. Working around the lake 
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Table 1 to be continued 


X24 . Distance from the lake 

A25 : Working condition 

A23 : Work relative to the lake 

X24: Marital status 

Ags: Members of the family 

X26 : Education level 

Naz: Income according to citizen in Northern Greece 
X25 : Income according to citizen of the town 


Table2 Descriptive statistic for WTP of the citizens of each town. 


Mean Standard deviation Range Min Max 
Ioannina 1.99 0.772 
Kastoria 13.16 11.221 
Florina 8.22 12.356 
Table3 Linear regression model for each lake. 
Town Linear Regression Model 
Ioannina X4, = 0.195 + X, + 0.349 + X,- 0.174 + X4, - 0.595 2X1, 
Kastoria X41, = 1.164 — 0.279 + X, + 0.82 + X44 - 0.147 + X44 — 0.173 + X4, + 0.113 + X2, 
Florina X4, = 0.743 + 0.222 + X, - 0.322 +X, + 0.581 + X44 - 0.174 +X}, 
Table 4 ANOVA for every model of each town. 
Town Model Sum of squares Df Mean square F statistic Sig 
Regression 36.408 19 1.916 19.851 
Kastoria Residual 5.792 60 0.097 
Total 42.200 79 
Regression 39.670 25 1.587 7.625 
Ioannina Residual 13.319 64 0.208 
Total 52.989 89 
Regression 39.421 19 2.075 4.762 
Florina Residual 17.429 40 0.436 
Total 56.850 59 


In the next part of the analysis, authors estimate a 


linear regression model with dependent variable Xl, 
(WTP). One of the main supposes of linear regression 
is the absence of multi-collinearity between the 
independent variables. In order to examine the 
existence or absence of multi-collinearity authors 
estimate a VIF (Variance Inflation Factor) test in 
SPSS. From this test, authors observe that X1; and X2; 
have VIF-value higher than the other values. In order 
to solve this problem, authors choose to exclude X1; 
from the model. Then authors estimate the linear 
model with remain variables for each lake and the 


results can be observed in Table 3. 


The coefficients which were not statistically 
significant are excluded from the models. 

Coefficients were examined in 5% level of 
significance. 

Table 3 provides evidence that only few variables 
can affect the WTP of the local citizens. Some 
variables were found statistical significant in every 
model and some variables only in one model. This 
happens because every area in Greece has its own 
particularities. 

In the next step of the analysis, authors made a 
variance analysis (ANOVA) of each model, in order 


to examine if there is a good adaptation of the 
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Table 5 Logit model fitting information. 


Town Model -2 Log Likelihood 
Intercept Only 175.04 
Kastoria 
Final 0.000 
Intercept Only 199.351 
Ioannina 
Final 76.177 
Intercept Only 152.153 
Florina 
Final 78.925 


Table 6 Logit estimation result. 


Chi-square Df Sig 
175.049 19 
123.174 24 
73.228 19 


Town Variable affect WTP (sign) 

Kastoria X1 z (+), Xis (+), X14C ) X igk +) 

Ioannina My (7) Mg (+), Xe (4+), X19 C). X13 Q7). Aisi +) 
Florina X 10 CX 13 (+), Z4 í m ) 


theoretical model. The results of each model are 
presented in Table 4. 

As it 1s observed in the last column of Table 4, the 
p-value of F-statistic in each model is lower than 0.05, 
which means that all models have good adaptation to 
the theoretical model. This is powerful evidence that 
our research is steady and our results are valid. 

In the last step of analysis is the estimation of a 
logit model for every model (one for each lake). First 
authors estimate the fitting of each model by the logit 
fitting information test, the results of which are 
presented in Table 5. 

As 1t 1s observed in the last column of the Table 5, 
the fit of the models is statistically significant while 
the p-value of all three tests 1s lower than 0.05, which 
means that the results of the logit estimation will be 
valid. 

In Table 6, authors can see the results of the logit 
model (authors show only the statistically significant 
variables). 

According to Table 6, authors can say for example 


for Kastoria, that 1f the citizens live next to the lake 
IX 112) the possibility to pay is higher, while the 
same possibility is also higher if the citizens have 


heritage next to the lake (p } 19 ). On the other hand, 


the possibility to pay is lower if a good amount of 


money is offered to them in order to ignore the 


degradation of the lake Lx laa). Similar results are 


excluded for every town. 


4. Conclusions 


According to the results of the empirical analysis, 
author can separate the conclusion in three different 
sections, each for every lake. About the lake of 
Kastoria (Orestiada), author found that the citizens are 
able to play higher amount of money for the 
restoration of the lake, while they believe that the 
protection of the lake is a crucial subject. The same 
WTP is increased 1f the citizen lives close to the lake, 
if the amount of money that would get as 
compensation is decreased, if he/she has heritage next 
to the lake and if his/her income is higher than the 
average of the local community. 

About the lake of Ioannina (Pamvotida), author 
found that a citizen’s WTP 1s increased if he/she visits 
the lake very often, if he/she believes that the 
appearance of the lake is awful, if he/she thinks that 
the local authorities are not able to take care of the 
problem and if he/she lives close to the lake. 

Finally, about the lake of Florina (Cheimaditida), 
authors also found that a citizen’s volition to pay for 
the preservation/restoration of the lake is increased, 
while the ecological condition of the lake is really bad. 
The same WTP is also increased if the citizen lives 


close to the lake and if the citizen is married. 
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According to the results above, authors cannot 
ignore the fact that those three important wetlands of 
Greece are degraded. Citizens who live next to those 
lakes declare to pay higher in order to restore the lake. 
This is evidence about the condition around these 


lakes. It is important to mention that there are different 


parameters that affect the citizens’ WTP in every town. 


This is a normal fact because of the very different 
situation and living conditions in every town resulting 
in different requirements of local people. Last but not 
least, is the social dimension which appears in Florina, 
because if the citizen who declares “married”, is 
willing to pay higher in order to restore the lake. It 1s 
probably a future concern because he/she wants 
his/her children to grow up in more healthy and 
beautiful environment. This study is about three big 
wetlands of Greece. It should be a part of a greater 
project about environmental protection which has to 
be supported by every single citizen and all authorities 
because the environmental pollution may lead to the 


human extinction. 
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